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Clemmer, Jill (DPH) 

Thursday, June 09, 2011 12:14 PM 

Gu, Jane X. (DPH); Servizio, Paul (DPH); Gillis, John (DPH); KaneOl, Peter (DPH); 
Noddin, Linwood (DPH); Hannon, Bruce (DPH); Cheng, Gloria (DPH); Jenner, Jennifer 
(DPH); Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Jacobsen, 
Patricia (DPH); Rubin, Alan (DPH) 

Hennigan, Scott (DPH); Massif, Julianne (DPH) 
report temperature extreems - Heating/Colling update 


As we remain patient with the completion of the new heating/cooling system, I have good news (for those of us 
wearing polar fleece!). Scott Hennigan would like to hear from us if we are working in areas with extreme 
temperatures. Please let Scott or I know if your office/lab is less than 60 degrees F and/or greater than 80. A 
list will be made for the contractor to investigate/correct locations with extreme temps. 

There remain a few steps to be completed on the new heating/cooling system before it is functioning at 
100%. These steps should be completed by August. 


X6657 


Folk OIG PRR 001337 



